Description: Plate 


DART AEROSPACE LTD 


Inspection Dwg: E4707 


Rev: A 


INSPEC 


Actual 


Dimension 


Work Order: 
[rage tort J 
TION SHEET 


Method of 
Inspection 


Comments 


Drawing 
Tolerance 
Dimension 
0.250 +/-0.010 
0.500 +/-0.010 
0.33 | __+/-0.030 
0.33 +/-0.030 
1.58 +/-0.030 
1.58 +/-0.030 
2.49 +/-0.030 
2.49 +/-0.030 
3.15 +/-0.030 
3.15 +/-0.030 
@0.098 +0.004/-0.001 


Measured by: 
Date: 


Checked by: 


ma 


QC Inspector: 


Da 


te: 


Engineering Approval: 
(If necessar 
| Rev | Date |C 
15.07.28 


hange 


New Issue 
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